178— Oldest  Baptist  Church  on  Cape  Code,  Mass. 


This  Church  was  built  in  1769  and  is  the  - 
oldest  Baptist  Church  on  the  Cape.  It  is  located 

in   West   Harwich   between   Dennisport  ^d  ° 

Harwichport.  ^-  rVv  M/'/  < 
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